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REPLY To: 

Auditer General 
Comptroller »« USAF 
Eastern District 
Liaison Office 
P.O. Box 8155 
5.W. Station 
Washington, D.C. 


' ; . 8 March 1962 


SUBJECT: Advisory Report of Evaluation of Proposed Fixed Rates 
The Firewel Company, Ine. 
3685 Broadway 
Buffalo 25, New York 5X4 
Contract Nos. 


TS : Gontracting Officer 
REY : DPD-9083.60 


rpose of aauation: Pursuant to reference an evaluation 
has been performed of the Contractor's proposal for the purposes of 
establishing fixed billing rates fer the period 1 Desember 1960 to 
36 Hovember 1961 under subject contracts. 


2. Results of Evaluation: The Contractor's proposed rates and 
the Auditor's comments are set forth on Exhibits A, B, and C. 


3. Discussed h : leolai: The results of 
ae ion were discussed with the Contractor's Controller, 25X14 
25X17 . who concurred with results of evaluation as reported, 
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